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Kathleen Celio 

Assistant District Attorney, Suffok County 
Ms, Celio, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 










No. Date Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE 
Oef: 

Amount: SubstSUB 

No. Cont; 6 Cont: paper packet 



Date Rec‘d: 02/08/2012 
Gross Wt.: 3.63 



No. Anatyzed: I 

Net Weight: ^5 67 A 




Corbett email PRR 023026 




PREUMrNARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate ( 

lJ: hi 

ij{ 

Marquis 

.+ pu 

rfit 

Froehde's 

_±hn 

ftk 

Mecke's 

"t 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\04_23_12\825404.D 

KAC 

23 Apr 2012 15:47 

BLANK 


DRUGS.M 
RTE 


Abundance U' TIC; 825404.D\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


825404.D Mon Apr 23 15:59:06 2012 Page 1 
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Area Percent / Mbrary Search Report 


Information from Data File: 

File Name : C:\MSDCHKM\l\SYSTEM7\04_23_12\825405.D 

KAC 

23 Apr 2012 16:03 

HEROIN STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Abuncfance 

800000 

600000 

400000 

200000 


DRUGS,M 
RTE 



Oh-r-T- 
Time--> 2.00 

-r-^pr-T- 

3.00_ 

-T —I—j 1 1 t J j t p 1 i 1 1 ' ' » 1 ' ' ' 

4.00 5,00 _ 6.00_ 7,pp_ _ 

t 1 » 1 < T- ^ < 1 1 t 1 1 T 1 ^ 1 t ^ 1 r \ 1 1 1 1 

8.00 _9,00 1 0.00 _ 11.00 12.00 . 

Ret. Time 


Area Area % 

Ratio % 

6,280 


1323638 100.00 

100.00 


825405.D Mon Apr 23 16:14:53 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\SYSTEM7\04_23_12\825405.D 

Operator ; KAC 

Date Acquired : 23 Apr 2012 16:03 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW TOX2.L 




Abundance HEROIN 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


825405.D Mon Apr 23 16:14:53 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


825408.D Mon Apr 23 17:01:54 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\04_23_12\825409.D 
KAC 

23 Apr 2012 17:06 


KAC 

9 

DRUGS.M 
RTE 


Afaimdance TIC: 825‘109.D\data.fns 



Ret, Time Area Area % Ratio % 


2.636 140339 15.83 18.81 

6,274 746094 84.17 100.00 


825409.D Mon Apr 23 17:17:38 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_23_12\82S409.D 
KAC 

23 Apr 201 2 17:06 

9 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS If Qual 


1 2.64 C:\Database\PMW_T0X2.L 

1-Butylamine 
Valproic acid 
Myristic acid 




000109-73-9 4 
000099-66-1 4 
000544-63-8 1 


825409.D Mon Apr 23 17:17:39 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile; 

File Name : C:\MSDCHEM\l\SYSTEM7\04__23_12\825409.D 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 9 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 
C; \Database\PMW__T0X2 .L 

PK# RT Library/ID 


2 6.27 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Minimum Quality: 80 
Minimum Quality: 80 


CAS if Qual 


17:06 

KAC 



825409.D Mon Apr 23 17:17:39 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEMI7\04_23_12\825421 .D 
KAC 

23 Apr 2012 20:14 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 826421.DWata.ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS***' 


825421,D . Mon Apr 23 20:25:52 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTBM7\04__23_12\825422 .D 
KAC. 

23 Apr 2012 20:30 

HEROIN STD 


DRUGS.M 
RTE 


Abundance 


800000 


IV 

TIC; 825«}22.D\dala.ms 
6480 


600000 


400000 

200000 


QLj-t 
Time--> 2.00 


- r— T - [-- T r I > [ r-T" < 1 I I y - r i ' -r—T— j t I 1 i I—I 1 t I — 

3.00 4.00 5.00 6,00 7,00 8.00_?.0Q_ . 10,00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.280 

1347118 

100.00 

100.00 


825422,D Mon Apr 23 20:41:32 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\SYSTEM7\04_23__12\825422.D 

Operator ; kac 

Date Acquired : 23 Apr 2012 20:30 

Sample Name : HEROIN STD 

Submitted by ; 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: 


PK# 


RT 


C;\Database\SLI.L 
C:\Database\NIST05a,L 
C:\Database\PMW TOX2.L 


Library/ID 


6.28 C:\Database\SLl.L 
HEROIN 


L-- 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# 


Qual 


000561-27-3 


99 


Abundance 

80 

60 

40 

20i 

Of 


4b 


Average of 6.232 lo 6,465 min.: 826422.DWala.ms (-) 
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352 il 

t I I t I TT I I r't 1 


mlZ"> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 
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80 

60 

40 

20 

0 


4b 


SI: HEROIN 


268 


327 


215 
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81 
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j 

94 
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60 
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80 
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100 
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825422.D Mon Apr 23 20:41:32 2012 


Page 2 
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